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Molecular Biology 


Result Reference Range 


COVID-19 by RT-PCR Negative Negative 


-- Specimen type: Nasopharyngeal Swab on Viral Transport Media. 


-- Test Methodology: 
COVID-19 Detection Kit is an in vitro diagnostic assay intended for Real-time PCR based detection of new SARS-CoV-2 
RNA virus for confirmation of COVID-19 disease in patients with suspect viral infection. 
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| ltemType | stem Name | — Vale —— 
COVID-19 by RT-PCR |. 1150 —— 


Total Amount: 1150 

Discount: 0 
Final Amount: 1150 
Total Received: 1150 
Balance Amount: 0 

Current Receipt Amount: 1150 

Payment User Name: Dr.Salama Elsaid 

Payment Date Time: 18-08-2021 10:29:17 AM 


Total : 1150 L.E 
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